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Agudiegwu Chidubem Joachin Alis Fabulous is founder, chairman 
and chief executive officer of First Fab oil and gas Company, an 
independent oil and gas delivery company in Nigeria. First Fab oil 
and gas has contracts with buisnesses/companies all over the coun- 
try. 

Mr. Agudiegwu Chidubem Joachin Alis Fabulous was born on 
November 19, 1998 in Enugu, Nigeria, He became the first son of 
Mr and Mrs Agudiegwu. When he grew of Age he attented shalom 
nursery and primary school and Kings kids International school and 
further attented the college of the immaculate concetion(CIC) later 
on he continued his educational endevours and proceeded to study 
law at Enugu state University of Science and Technology(ESUT). 
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